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MERGRARDUR FOR THE ADBIO 


HIZTECTs GAN Responsibility for Surveillanss Activities : 


i. Tho Chiefs of Cowumications TMivision and the Operational 
Aide Tivision net with the wiersiened on 22 August 2056 for the 
purvoase of diacussing cortain jurisdictional probless which have 
arisen botwoon the Snrinecring ranch of COND and the Flestronics 
turvelilanae Sranch of CAD since the transfer of the surveillance 
function from COMO te OAD on 18 January 1956, 


2, They mutually agrood that the solution to the various 
problexus presented sould be effected by taking the following action, 
which is recommended for your approvals — 


 @e | Transfer ee from 
the Encineering Branoh of COMO to the position of Clectronics 


Engineer at the same grade and salary in the Fiectranics 
Survelllance Branch, GAD, where he will aseum the position 
of Chief for all survelliance activitiase 


25X1A 


be That CAD immediately assum full responsibility for 
the requieitioning end sotual testing of all surveillance — 
equipment. 


ec. thas prior to 1 Septombor all property accounts and 
inventories of property now utilized by the Surveillance 
Branch be transferred from COMO to OAD, such transfer of 
accountability to include all property recognizable as sure 
veillance equiprent, to include teating equipment. 2 


de het two rooms be provided for the Fleotronica Sure 
veillenos franch in Tesporeary "L" Building within three 25X1A 
months. (thie has been digoussed with [|e 
. indicates that apace will be available for thin purpose within 
25X1A° the time provided.) During tho interim 4t was agreed that the © 
Survelllauce Branch would remain at its present Serene within 
the COMNO space at 


| | a a 
APFROVEDs 


25X1A i‘ 
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